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NARA RG104, Entry 1, Box 168 


[Abstract:] Asks what year the dies of 1804 Dollar were destroyed. 

Fulton Bank of Brooklyn. 

Brooklyn 
February 16, 1891 

To the Director of the U.S. Mint - 

Dear Sir - 

Will you kindly inform me what year the dies of the 1804 Dollar were destroyed. 
Yours, 

John A. Nexsen 



